Omni 


Page 1 of 3 



Reduce J cjkJTciiuji^exu. PretfaiiuutaBlc^''^ 


Canadian Intense Method Chart 

The Canad an government recently adopted this modified version of the international Organization for Standardization 
^150) Method #3308, Tne puff volume is increased to 55 mL, the interval between puffs is decreased to 30 seconos, and 
100% of ths filter ventilation holes a-e b'oekeci, In reality, the smoking behavior of a majority of sir.akers will Oe 
somewhere between the FTC method and the Canadian Intense Method, 

* Denotes Carcinogens 

=f # Denotes Results Generated by Vector Tobacco 
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Footnotes: 

* Denotes Carcinogens - Several groups have developed lists of carcinogens in tobacco 
smoke: the International Agency for Research on Cancer (lARC); the US Surgeon General's 
list of harmful constituents in tobacco smoke; the National Toxicology Program; the 
American Health Foundation. In addition, there is also other research. Although these lists 
vary, somewhere between 40-70 of the approximately 5,000 compounds in tobacco smoke 
are considered to be carcinogenic, probably carcinogenic, or possibly carcinogenic in 
humans. 

Denotes Results Generated by Vector Tobacco - Omni cigarettes have been 
extensively tested for reduced levels of carcinogens arid other toxins in both mainstream 
and sidestream smoke. The following chart provides Omni test results from an independent 
laboratory using both the FTC and the Massachusetts methods of analysis. The chart also 
includes Omni test results, generated by Vector Tobacco, using innovative technologies to 
determine the concentrations of a number of polycyclic aromatic hydrocarbons (PAHs) that 
are not currently examined by any Independent laboratory. 
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